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7 = A pease Department, 


BURKE AD OF THE MINT. 


Washington, D. C., .Jaly .24th. (1889. 


Hon. Daniel M. Fox, 
superintendent, U.S. Mint, 
Philadelphia, Penna. 
Sir: 

l have received the report of Mr. James W. Corsa on the settlement 
and count at your mint, from which it would appear that the Melter and Re- 
finer wasted during the year 171.416 standard ounces of gold and had a sur- 
plus of 260,04 standard ounces of silver and a wastage of :14,736.59 ounces 
Of minor coinage metal, and that the Coiner had a wastage of 16.837 stan- 
dara ounces of gold and 4,661.55 standard ounces of silver. “ fonts 

Mr. Corsa reports that he found a surplus of $1.96 in coi at your 
hands over the amount with which you were charged. You widl please charge 
yourself in your accounts with this surplus. 

He also reports that. he found in the possession of the medal clerk 
forty-two [42] Lake Superior bronze medals with which he had not. been charged. 
You will please see that. the proper entry is made in the medal accounts tak-' 


ing up these medals. 


RG104 E-1 Box 158 





' 


L 


re ale Pe PL ee ee we a ee 


eam ee ee 


eee ae mp a ee wr 
; hry Le te Le ; 
> 













-} . "+ i} I & Se 
' - ' a - . ‘ - a ieee 
fe ee et TT 9 ees a - - - _ a ee ae diet Pine ew 7 - =) ee. tne ——-# 


—_ 7 . 
A sup G ~ ae > . as 


? p . - ' § 7 ' - 7 . ind _— i = j 

ee. od | A a elias BEES ai oer AIS cua i 
= ey = eo ee : hs = Py” Om q tf i“ ae 

iH ye See ee ee DPT OC CODA 



















13 ea le x fe Cais ee ee RASS seh Aas _ ioe SEAS 


a 








WP a F | 
fifint of the {frit Stats at {titadelpia, fh. 


22 S~ ; ee 
Ain 2B. y 2 - Hone. 
| BH 


ey aa rhe J MG 
hay Ahad Tle Gow farting WE Lact 
Ye aur date cert bln Ie The porcas, 
SW He Se factizent, vteceds Ts recat pe Ale 
secur twtaadler otek tack Lite | 








NARA RG104, Entry 1, Box 158 


[Letter One: ] 
[Abstract:] Have received report of Mr. James W. Corsa... 


EOL, 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
July 24, 1889 


Hon. Daniel M. Fox, 
Superintendent, U.S. Mint, 
Philadelphia, Penna. 


Sir: 


I have received the report of Mr. James W. Corsa on the settlement and count at your 
mint, from which it would appear that the Melter and Refiner wasted during the year 171,416 
standard ounces of gold and had a surplus of 260.04 standard ounces of silver and a wastage of 
14,736.59 ounce of minor coinage metal, and that the Coiner had a wastage of 16,837 standard 
ounces of gold and 3,651.53 standard ounces of silver. 


Mr. Corsa reports that he found a surplus of $1.96 in coin in your hands over the amount 
with which you were charged. You will please charge yourself in your accounts with this 
surplus. 


He also reports that he found in the possession of the medal clerk forty-two (42) Lake 
Superior bronze medals with which he had not been charged. You will please see that the proper 
entry is made in the medal accounts taking up the medals. 


Mr. Corsa reports that the settlement at your Mint was satisfactory, in which opinion I 
concur. 


Respectfully yours, 
James P. Kimball 
Director of the Mint. 
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[Letter Two:] 


Mint of the United States at Philadelphia, Pa., 
July 25, 1889 


Hon. D.M. Fox 
Superintendent 


Sir: 


Referring to the letter of the Director of the 24th I beg to say that the “over” pertains to 
the currency a/c and does not belong to the government. If the Department intends to make up 
the occasional trifling “shorts” which inevitably occur in handling so much cash, I am willing to 
deposit “overs” in the Treasury. The overs always exceed the shorts. 


Respectfully, 
M.H. Cobb 
Cash. 


